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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee 


_ SECOM-D-067 
18 March 1983 


MEMORANDUM FOR: Members, DCI Security Committee 


STAT FROM: 
Chairman 
SUBJECT: Waiver of DCID 1/7 Requirements for Certain 
Contractors 
REFERENCES : A. DIA Request Concerning DCID 1/7 Control 


(SECOM-D-046), 28 February 1983 
B. Chairman, Compartmentation Subcommitt.:e Memo 
dated 16 March 1983 (Copy Attached) 


1. In reference,A the Defense Intelligence Agency requested that the 
MITRE Corporation's C°I Division, a Federal Contract Research Center, be 
granted relief from DCID 1/7 rules in the same manner as government-owned, 
contractor-operated (GOCO) laboratories. In reference B, Colonel Mercuro 
suggests that SECOM consider general policy for waiving DCID 1/7 requirements 
for contractors, in order to avoid an ad hoc decision in each such case that 
arises. 


2. Colonel Mercuro's propusal appears to be highly appropriate to the 
situation. Therefore, I intend to task the Compartmentation Subcommittee to 
formulate a proposal for appropriate policy. I plan to levy this requirement 
on 1 April 1983 unless the membership raises seriogs objections. 


STAT 


Attachment 
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